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31 January 1961 


SUBJECT > Change Proposal LAC 89-1, Improved Dust Collector 
TO i Contracting Officer 


Subject Change Proposal is a revision to Proposal LAC -89 
which is a direct result of our inclusion of additional effort 
in our letter of approval. 

Accordingly, this Proposal is approved by the FOG WSPO. 

Request you furnish the contractor formal notice of the 
WSPO approval . 
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